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Message Text 


INFO OCT-01 EA-12 ISO-00 STE-01 FBOE-00 A-01 /020R 


DRAFTED BY A/SY/OPS/T - CJMINOR/LM 
APPROVED BY A/SY/OPS/T - MR. MUSSER, CHIEF 
A/SY/OPS/T - MR PELCZYNSKI 
DESIRED DISTRIBUTION 
A/SY/OPS/T A/SY/OPS/PO:EA 

033567 121737Z/50 

R 121644Z JUN 78 
FM SECSTATE WASHDC 
TO AMEMBASSY TOKYO 
INFO AMEMBASSY SEOUL 
AMCONSUL HONG KONG 


UNCLAS STATE 148398 


TOKYO FOR TSO; SEOUL FOR RSO; HONG KONG FOR OIC/RTC AND 
E.O. 11652: N/A 


TAGS: ASEC 


SUBJECT: ALARM SYSTEM: AMBASSADOR'S RESIDENCE - SEOUL 


REEERENCES: (A) TOKYO 09194; (B) SEOUL 4198 
RSS EROM A/SY/OPS/T 


1 . SY/OPS/T INITIATED PURCHASE ORDER FOR LARGE QUANTITY 
(70 EACH) OMNI-SPECTRA PERIMETER ALARM SYSTEMS IN EEBRU- 
ARY 1978 DIRECTLY FROM MANUFACTURER. 


2 MANUFACTURER QUERIED 5 JUNE CONCERNING STATUS OE OR- 
DER AND REQUESTED TO MAKE PARTIAL SHIPMENT OE TWO OR 
THREE UNITS ASAP. COMPANY ADVISED, 7 JUNE, THAT THEY 
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UNABLE TO MAKE PARTIAL SHIPMENT. COMPLETE ORDER WILL BE 
SHIPPED LAST WEEK OF JUNE. 


3. EIRST SYSTEM RECEIVED EROM MANUFACTURER WILL BE AIR 
POUCHED TO TOKYO BY SY/OPS/T. VANCE 
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